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ABSTRACT 

Future manned and unmanned space missions will require reliable, 
high efficiency energy conversion systems. For a manned Mars mission, 
power levels in the range lOkWe 100's kWe will be needed. The Alkali 
Metal Thermoelectric Converter (AMTEC) is a new direct energy conversion 
technology with the potential to meet these needs. It's characteristics 
include compactness, light weight, reliability and simplicity (no moving 
parts), and modularity, where efficiencies of 20-40%. have been predicted. 
AMTEC is a thermally regenerative electrochemical device that derives its 
operation from the unique sodium ion conducting properties of beta 
alumina solid electrolyte (BASE). It's high temperature operating range, 
900 K-1300 K, makes it well suited for space power heat sources. To 

date, an efficiency of 19%, area power density of 1 W/cm 2 , and a lifetime 
of 10,000 hrs at high temperature have been demonstrated in laboratory 
devices. Systems studies show that projected AMTEC systems equal or 
surpass the performance of other static or dynamic systems in applica¬ 
tions of 1 kWe-1 MWe. Thus, the laboratory experiments and applications 

studies conducted to date have shown that the AMTEC possesses great 
potential. In order to bring this technology to the stage where proto 
type units can be built and operated, several technical issues must be 
addressed. These include the need for long life, high power electrodes, 
minimization of radiative parasitic losses, and high temperature seals. 
In summary, the evidence shows that if the AMTEC is developed, it can 
play a significant role in future space power applications. 

INTRODUCTION 


A manned Mars mission (MMM) will require a reliable high efficiency 
power conversion system that can provide electrical power in the 10 kWe- 
100's kWe range. The conversion system also has to be adaptable to a 
variety of energy sources (nuclear, solar and isotope) to be useful for 


various phases of the mission. 


The MMM will probably consist of mission 


module, lander and rover and can evolve to a permanent base on Mars. The 
electrical power requirements can vary from tens of kilowatts for the 
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lander to 100’s of kilowatts for a base. The lifetime of the power 
conversion system should be in the 7-10 year range to accommodate the 
various mission scenarios. Reliability of the conversion system is 
especially important for the manned missions, and redundancy in 
components or the total system has to be offered. Low mass is always an 
important factor in space power. It becomes even more important for MMM 
because of the large; ratio of mass required in Low Earth Orbit (LEG) to 
that delivered to the surface of Mars. The conversion system also has to 
have a small area/volume, especially if aerocapture for Mars landing or 
the Earth return Is employed. 

It is desirable for a power conversion system to meet the above 
criteria as well as other mission peculiar requirements and considera¬ 
tions. Previous NASA missions, with the exception of short duration 
missions (e.g., Apollo, Space Shuttle) that used fuel cells, have usually 
taken advantage of static conversion systems (e.g., photovoltaic, 
thermoelectric). Static conversion systems are modular, reliable and 
have a moderate specific power. However, they offer a low energy conver¬ 
sion efficiency (7-10%) which in view of high fuel cost, makes them less 
attractive. Dynamic conversion systems, on the other hand, offer higher 
conversion efficiencies, but a mass penalty has to be paid to make them 
redundant and reliable. This is particularly true for power levels less 
than "25 kWe. A system that promises to offer the advantages of both 
static and dynamic conversion systems is the Alkali Metal Thermoelectric 
Converter (AMTEC), a system with the modularity and reliability of static 
conversion systems. 

The AMTEC is a thermally regenerative electrochemical device for 

(i 2) 

high efficiency, direct thermal to electrical energy conversion. ' 
Its operation derives from the unique sodium ion conducting properties of 


beta alumina solid electrolyte (BASE). 


(3) 


The AMTEC accepts heat at 900 


1300 K and rejects heat in the range 400-800 K, with predicted device 

(4) 


efficiencies of 20-40%. 


These projected efficiencies are much higher 


than any other direct thermoelectric device. To date, an efficiency of 

(5) 2(4) 

19% and an area power density of 1 W/cm have been demostrated in 

laboratory devices. 

Among the AMTEC characteristics that make it potentially attractive 
for space applications are compactness, light weight, reliability and 
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simplicity (no moving parts) and modularity. Since the high temperature 
sodium reservoir may be heated externally, the AMTEC may be coupled with 
chemical, nuclear or solar heat sources. The high temperature range is 
well suited for current and projected space power heat sources. Its high 
efficiency and light weight would provide high specific power (W/kg), and 
radiator area would be minimized. Modular units could be designed to 
produce efficient power generation over a range of power system sizes. 

Also, a particular AMTEC system could be operated at reduced power levels 

without large drops in efficiency during periods of low demand. 

A comprehensive technical review of thermally regenerative electro¬ 
chemical systems, including AMTEC, was carried out by the Solar Energy 

Research Institutes for DOE. It found that the AMTEC (or sodium heat 

engine) has potentially the highest power density and efficiency of such 
systems. Thus, the characteristics and potential of the AMTEC make it a 
candidate for a variety of applications, including space and remote 
power. 

PRINCIPLES OF OPERATION 

The operating cycle of the AMTEC is illustrated In Figure 1. A 
closed vessel is divided into a high- temperature/pressure region in 
contact with a heat source and a low-temperature/pressure region in 
contact with a heat sink. These regions are separated by a barrier of 
BASE which has an ionic conductivity much larger than its electronic 
conductivity. The high-temperature/pressure region contains liquid 
sodium at temperature T , and the low pressure region contains mostly 
sodium vapor and a small amount of liquid sodium at temperature T . 
Electrical leads make contact with a porous (positive) electrode which 
covers the low pressure surface of the BASE and with the high temperature 
liquid sodium (negative electrode). When the circuit is closed, sodium 
ions are conducted through the BASE due to the difference in vapor pres 
sures (or chemical activity) across the BASE, while electrons flow to the 
porous electrode surface through the load, producing electrical work. 
The unique feature of the AMTEC cycle is that sodium vapor is expanded 
nearly isothermally through the BASE, causing the sodium atoms to 
separate into sodium ions and electrons. The AMTEC thus converts the 
work of isothermal expansion of sodium vapor directly to electric power. 
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Figure 1. AMTEC Schematic 
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A return line and an electromagnetic pump (no moving parts) circulate the 
sodium workijig f luid through the AMTEC. Complete details on the AMTEC 
cycle may be found in References 1, 2, 4 and 7. 

The operating characteristics and system performance may be 
determined from AMTEC voltage vs. current characteristics: 


A - Bln (I + 6 ) 


Ihr , 
o 


( 1 ) 


where A,B and 6 depend on temperatures Tj and T and r is the resisti¬ 
vity of the BASE which is also dependent on I is current density in 

A/cm and h is BASE thickness in cm. The relationship for A,B, 6 and r 
are given in Ref.7. Equation (1) is derived from kinetic theory and an 
equation relating pressure and the rate of evaporation of sodium atoms 
from the low pressure hot surface . (2 ’ 4) Representative voltage vs. cur- 
rent curves for different temperatures are shown in Figure 2. 

AMTEC efficiency is given by: 


n - rv/[ iv +i(l + c(t 


2 “ V /F * 


( 2 ) 


is the sum of 


where L is the latent heat of vaporization for sodium, C is the average 
specific heat of licjuid sodium, and F is the Faraday. Q is the sum of 
parasitic conductive and radiative heat losses. This quantity depends on 
the specific AMTEC design and should be minimized in any practical 
device. Its effect on system performance is illustrated in Figure 3. Mote 
that both power output and parasitic losses scale with electrode area. 
The AMTEC thus lends itself to modular design, since efficiency will be 
relatively Independent of size (or output). 

TECHNOLOGY STATUS 

Work ori the AMTEC concept has to date predominantly been directed 
toward the development of a long life, high power porous electrode. 
State-of-the-art electrodes are composed of either magnetron sputter 
deposited molybdenum (1-3 m thick) or of bi-conductor cermet composed of 
a mixture of molybdenum and BASE powders. For the cermet, electrode, power 
densities are very low initially, but have been observed to be stable for 
up to approximately 10,000 hours. (8) In the case of the thin film 
molybdenum electrode, the data show that power densities are initially 
high (near theoretical), followed by a decay by a factor of 3-5 in the 
first 1000 hours of operation. Power output usually remained stable 
thereafter. However, more recent studies at JPL indicate that the high 
initial power densities for thin electrodes may be explained by certain 


( 8 ) 


In the case of the thin film 
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Figure 3. Efficiency vs Current 




electrochemical mechanisms and that the high power lifetime may be 

( 9 ) 

restored and extended by oxygen treatment of deposited Mo electrodes. 

As mentioned previously, recirculating devices have been built which 

( 5 ) 

have demonstrated relatively high efficiency and more recently long 

lifetime potential (10,000 hours). ' A single cell recirculating device 

schematic is shown in Figure 4. Also, series connection of AMTEC cells 

( 8 ) 

has been demonstrated. 

SYSTEM STUDIES 

System studies of the AMTEC have been carried out at JPL for space 

power applications (7,9,10) over a wide range of power levels (1-10,000 

(7 9) 

kW). In the concept designs studied by Bankston, et al., ’ the results 

(Figure 5) show that small radioisotope space power systems (~lkW) would 
operate at an efficiency and specific power (W/kg) which is 3-4 times the 
currently utilized Seebeck effect generators. For larger nuclear reactor 
based systems (lOOOkW), AMTEC projections equal or surpass efficiency and 
mass characteristics of both the static (thermoelectric, thermionic) and 
dynamic (Brayton, Rankine, Stirling) system projections. The AMTEC would 
also allow the nuclear reactor to be operated at lower temperatures than 
most other conversion options. Ewell^*^ extended these projections to 
the 1MW level and found the AMTEC to be very competitive with the static 
and dynamic systems. In the most recent study,^ ^ it was found that if 
the AMTEC is developed, it would be the preferred power converter for an 
unmanned Mars rover. 

Preliminary solar energy system projections were carried out at Ford 

(.12 13 ) 

by Subramanian and Hunt. ’ They calculated that with a "near term" 
AMTEC technology, a point focused system would achieve a converter- 
receiver efficiency of 25%, and with advanced technology, 33%. In an 
AMTEC/Rankine cycle topping/bottoming system combination, estimated effi¬ 
ciencies would increase to 37% and 45 % for near term and advanced 

levels. These efficiencies are highly competitive with alternate techno- 

(141 

logies. Recently, in a study for the Department of Energy, Sandia 

National Laboratories ranked the AMTEC first among heat engine technolo¬ 
gies with the potential to meet DOK’s long-term goals for dish electric 
solar systems. 

In the transportation sector, the AMTEC has been proposed as a prime 
power source and as the battery charger in an AMTEC-battery hybrid elec- 


722 



HEAT 

INPUT 


METALLIC 
BELLOWS 
BUS BAR 

POROUS 
ELECTRODE 

CERAMIC TUBE 
(/? "ALUMINA) 

SODIUM 
(WORKING 
FLUID) 

HEATER WELL 
SODIUM VAPOR 

CONDENSER (T ) 

ELECTRICAL 
INSULATOR 

SODIUM WELL 

CONDENSER 
BUS BAR 
SODIUM 
(VAPOR) 



POROUS 
ELECTRODE 

CERAMIC TUBE 


ELECTRO¬ 

MAGNETIC 

PUMP 

(lcc/Vir/Amp) 



HEATER WELL 


SODIUM 

(WORKING FLUID) 


SECTION A-A 


Figure 4. AMTEC Recirculating Test Cell 
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END VIEW 

SIDE VIEW SECTION Y-Y 
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Figure 5. AMTEC Radioisotope Power Source Concept 





trie vehicle. As a primary power source, the compactness ( ~ 0.5 
kW/liter) of the AMTEC makes it a potential competitor for >1MW electric 
drives for locomotives or other large land vehicles. In a hybrid system, 
a well engineered AMTEC should be able to generate direct current at high 
efficiency for battery charging. 

COMPARISION OF AMTEC WITH OTHER POWER CONVERSION SYSTEMS 

As mentioned earlier, AMTEC offers efficiencies and specific power 
(kW/kg) better than (in the 1-100 kWe range) or comparable (in the 100 
kWe 1 MWe range) to dynamic conversion systems. This is illustrated in 
the following figures. Figure 6 shows the radiator area requirement for 
various power conversion systems. The radiator area requirement for AMTEC 
is lower because of its high temperature heat rejection. Figure 7 shows 
the efficiencies of various conversion systems. The figure shows the 
efficiencies for intermediate technology (dashed lines) and advanced 
technology. The basic difference between the two technologies is the hot 
side temperature. Figure 8 shows the total system mass for various 
conversion systems in the 1-100 kWe power range. The numbers in the 1 kWe 
range are the system studies that have been performed by various organi¬ 
zations (7,15,16,17), and the 100 kWe numbers are the result of SP 100 
system studies. Figure 9 shows the same comparison for 100 kWe-10 MWe 
power ranges. 

TECHNICAL ISSUES 

The laboratory experiments and applications studies conducted to 
date have shown that the AMTEC concept possesses great promise. However, 
it is still at an early stage of development, relative to more mature 
energy conversion devices. Thus, a significant technology development 
effort will be required before prototype units can be tested. Work to 
date has led to the conclusion that to bring the AMTEC to a state of 
technical maturity, several key issues must be resolved. 

(a) The porous electrode is crucial to the operation of the AMTEC. 
To date, high power density operating periods of 300 1000 h have been 
achieved. Recent experimental work has resulted In regeneration of 
degraded electrodes and led to an understanding of electrode degradation 
mechanisms. Continued work on stabilizing electrode performance is needed 
to extend lifetimes to 10,000 h or more. 
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(b) The efficiency equation for the AMTEC shows that parasitic heat 
loss by radiation from the porous electrode to the condenser must be 
tightly controlled to achieve 20-40% efficiency. A smooth film of liquid 
sodium on the condenser surface would meet this requirement. Thus, 
materials or surface treatments that will insure a smooth film on the 
condenser surface must be identified. Also, if operated in zero-g, this 
condenser must also be capable of collecting and transporting sodium for 
recirculation. 

(c) Operation of the AMTEC for thousands of hours will require 
several high quality ceramic to metal and metal to metal seals in the 
high temperature zone. State-of-the-art techniques have been demonstrated 
for short term testing; however, durable, long life integrity must be 
demonstrated. 

(d) Control circuitry and optimum power/voltagc conversion compo 
nents must be developed. 

(e) What are the effects of thermai, electrical and mechanical 
transients on the durability of the device? Testing must be conducted. 

(f) The initial design studies have shown that the AMTEC would 
provide significant performance advantages in space power applications. 
However, design optimizations have not been carried out, particularly 
with respect to coupling with appropriate heat sources. 
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